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17 July 1959 


MEMORANDUM FOR: Chief, Building Security Branch, Office of Securit: 
SUBJECT : Colonel Archie Wood, USAF, Return of CIA Badge 


1. Colonel Wood, who is the Director, Intelligence Division, 
Office of Systems Analysis, Dol, is being detached from thig posttic 
and reassigned out of the Washington, D. C. area. 


2. Enclosed is his ot issued to permit nim 
access to CIA Headquarters building. 
A/D/DC1/NIPE 
SLURET. 
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STAT 


STAT 


